OLD  SHIP  CHURCH 
MAIN  STREET,  HINGHAM,  MASSACHUSETTS 
Erected  in  1681,  it  is  the  oldest  church  structure  In  the 
United  States  to  have  been  used  continuously  for  public 
worship.   Samuel   Lincoln,  original  American  ancestor  of 
Abraham  Lincoln  .worshipped  here  regularly. 
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